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Weather: 


Cooler, Showers 


GREECE GETS DICTATORSHIP 


KING CONSTANTINE 


Drastic Action 


ROME (AP) — Acting in the 


name of King Constantins, the 
Greek army clamped a gun- 
point dictatorship on the Balkan 
nation today and some of the 
monarch's left-wing 
opponents 


were reported jailed. 


Reports filtering out through 


the near-total communications 
blackout imposed in the light- 
ning midnight move said shots 
were heard in Athens as tanks 


and soldiers in full battle kit 
took control of the 
deserted 


streets of the Greek capital. 


A royal proclamation 
read 


over a Greek army radio station 
said the king had ordered the 
army to seize power to protect 
the country from "internal dan- 
gers" pending new elections 
next month. 
ARMY TAKES OVER 


The military moved almost 


like an occupying army. 4 com- 
plete curfew was ordered for all 
civilians except 
doctors 
and 


pharmacists 
on 
emergency 


cases and soldiers were told to 
shoot violators. 


Civil rights were set aside. A 


news 
agency in Turkey 
said 


King Constantino had abrogated 
the law prohibiting death penal- 
ties for political reasons. 


It was the first dictatorship 


set up in Greece in 30 years ox- 
cept for the Nazi occupation in 
World War II. 


In Rome unconfirmed reports 


spread 
among 
Greek 
airline 


officials that the king's arch foe, 
former Premier Geurge Papr.n- 
dreous, 80, his American-edu- 
cated son Andreas, 48, and key 
followers were jailed. 
OPPOSITION LEADERS 


The Papandreous, leaders of 


the powerful leftist Center? Un- 
ion parly, largest 
in Parlia- 


ment, had been engaged in .po- 
litical struggle with !he king for 
21 months. The Papandreous 
had been expected to open the 
parliamentary 
election 
cnm- 


paign Sunday and Greek police 
feared 
they would touch off 


widespread. 
demonstrations 


against the king. 


A source in the Greek Embas- 


sy in Rome said the embassy 
had been advised from Athens 
that the election of a new Greek 
Parliament would be held on 
schedule 
May 28 despite the 


military takeover. 


"We have been informed," 


said the source, "that the coup 
was staged to assure public or- 
der and prevent any extremist 


(See back page, sec. 1, col. 8) 


GEORGE PAPANDREOUS 


Foe of king 


SLAYING CAPS DETROIT PROTEST 


Boy, 
Killed In 
Cobo Hall 


FATAL STABBING: 
George Overman, left. 15- 


year-old Detroit high school musician, was stabbed 
to death while he was walking into Cobo Hall, De- 
troit's big exhibition facility Thursday night. In 
diagrammed scene the boy was stabbed outside the 
doors, then staggered to the elevator and collapsed. 


The elevator came to a stop on the second floor 
where two United Auto Workers Union convention 
delegates spotted the body. 
Police sought two 


youths witnesses said they saw running from the 
knifing scene. (AP Wirephoto) 


His Music 
Is Stilled 
Forever 


House Of David 
Member Succumbs 


Percy Bulley—well-known mu- 


sician, former night club oper- 
ator and son of a House of Da- 
vid pioneer—died Thursday at 
10 a.m. at the colony. Mr. Bul- 
ley, 64, had been seriously ill 
for a month. 


He was born Feb. 22, 1903, in 


Melbourne, Australia. His par- 
ents, like other Australians who 
became prominent in the House 
of David, came to the United 
States in 1905. 


Another native Australian con- 


nected with the House of David, 
William 
Hannaford, 
90, died 


Wednesday at Mercy hospital. 
The 
Bulleys 
and 
Hannaford 


came to this country on the 
same ship. 


Mr. Bulley operated Jap-0- 


Land ballroom at now Benton 
Heights in the late 1930s when 
it was one of the most popular 
dance spots 
in 
southwestern 


Michigan. He also had his own 
dance band. 


Mr. Bulley and his wife, the 


former Esther Gctz, whom he 
married in 1927, lived in Califor 
nia for a time when they op- 
erated a nursery and earthworm 
farm. 


Survivors include the widow, a 


brother Joseph of Benton Har 
bor; a nephew, William E. Bui 
ley, Benton Harbor, and an aunt 
Mrs. Jane Ripper, of the Cit: 
of David. 


Funeral services will be at 9 


a.m. Saturday in the Kerlikow 
ske and Starks funeral home 
The Rev. E.A. Irion, pastor o 
the Zion Evangelical and Re 
formed church of St. Joseph 
will officiate. 


Burial will be in C r y s t a 


Springs cemetery. 
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SEES BOTH SIDES 


-4harlie Z Votes 
No; Wonder Why? 


LANSING—The majority and minority leaders in 
he Senate were opposed to the bill, while most other 
enators voted for it. 
Sen. Charles Zollar, Benton 
iwnsbip, saw both sides of it. 
The bill, which would place 
ae 
incumbent 
officeholder's 


ame at the head of the primary 
lection ballot, passed 22-16 and 
as sent to the House. After the 
ncumbcnt's name at the top of 


list, the bill would require 


mt other candidates' names he 
Pears Bill 
Is Passed 
8v House 


LANSING (AP)— The House 
bis week passed a bill speci- 
ying that residents of a loca 
jovernmcntal unit may vote to 
>ermit sale of beer and wine on 
lundays. 
The measure, sponsored by 
lep. Donald Pears, R-Buchanan 
was passed 76-23 and sent to the 
Senate. 


Pears said state law now 


allows a county, by referendum 
o prohibit the beverages on 
Sunday, but contains no provi 
sion for lifting the ban once 
las been imposed. 


isted in alphabetical order. 
^ITE SPECIAL INTEREST 


Majority Leader Emil Lock- 


vood, R-St. Louis, and Minority 
Deader Raymond Dzendzel, D- 
Mrpit, were among the 12 Re- 
mblicans and four Democrats 
vho voted "no" on the measure. 
They held the bill was a special 
nterest measure favoring in- 
cumbents. 


The eight Republicans and 14 


Democrats who voted for the 
jill maintained it would elimin- 
ate high ballot printing costs 
resulting from the present law 
requiring a complicated rotation 
of candidates' names on the bal- 
:ots. 


Said Zollar: "I have seen ma- 


ly special interest bills and this 
is distinctly a special interest 
bill to give incumbents a special 
place on the ballot," 
COULD BE HANDICAP 


But, added the senator with a 


last name that would put him al 
the bottom of the ballot should 
he run for another office, 
il 


could be a distinct handicap for 
some candidates. 


"I've spoken on both sides, 


you can take your choice," he 
chuckled. 


His vote was against the bill 
One senator, Colcman Young 


D-Detroit, wanted to have the 
incumbent's name at the head 
of the list printed in capital let 
ters. He got no support for his 
amendent. 


Senator Hart Lists 
His Outside Income 


WASHINGTON (AP) — Sen. 


Philip A. Hart, D - Mich., fol- 
lowing his custom of annual dis- 
closure, 
released 
today 
the 


names of companies in which 
he has holdings either personal- 
ly or jointly with his wife. 


The companies and the num- 


ber of shares of stock held by 
the Harts include: 


American Electric Power Co., 


142 shares; Briggs Manufactur- 
ing Co., 9; Bryn Mar Trust Co., 
1,565; Chesapeake & Ohio Rail- 
road, 13; Curtis Publishing Co., 
18; Electric Storage 
Battery, 


22; General Motors Corp., 315; 


reyhound 
Corp., 406; Kyso 


Industries; 2,146; McCIouth Stee 
Corp., 625; National Gypsum 
Co., 244; Standard Oil of Ne 
Jersey, IflO; and St. Regis Pi 
paer Co., 28. 


Hart also listed bond holding 


as $1,000 in Pennsylvania Rai 
road and $2,000 in Utica Schoo 
District. 


Hurt said his total earnings 


from these holdings in 1966 were 
$9,069. In addition, he received 
$2,262 as a veteran's disability 
pension. Hart's right arm was 
crippled by a mortar shell blast 
in World War II, 


$100,000 


Farm 


Accepted 


Given To MSU 
By Trevor Nicbols 


FENNVILLE - A gift of an 
0-acre fruit farm, to be used 
or fruit pest control research 
y the entomology department 


i Michigan State university, 
as officially accepted Thurs- 
ay by 
the 
AISU board of 


rustees. 


Total value of the 
estate 


iven to the university by the 
Tte F r u i t 
Grower 
Trevor 


Nichols is $100,000. It includes 
he land, orchards of apple, 
ear, cherry and plum trees, 
ruit storage facilities, and fruit 
reduction and handling equip- 
ment. 


Located three miles west of 
'cnnville on M-89, the 
farm 


vas given by Mr. Nichols prior 
o 
his 
death. 
He 
died 
in 


'ennsylvania on April 12. 
CLOSE COOPERATION 


Nichols, a native of Norway, 


.ived 50 of his 70 some years on 
he Allegan county farm. While 
conducting a progressive farm 
ng 
operation, he 
had 
also 


allowed 
MSU researchers 
to 


experiment in fertilization, in 
sect control and spray methods 
on his farm. 


Dr. Gordon Guyer, head of the 


MSU entomology 
department, 


said the Nichols farm will nov 
become the university's 12th 
o u tstate 
experiment 
station 


specializing in fruit pest contra 
research. He said the farm i; 
ideally suited for the work am 
will enable his department t 
bring together its pest contro 
work. 
Heretofore, 
departmen 


researchers and their equip 
ment 
were 
scattered 
on 
. 


number of rented and loanei 
plots. 
RELATED WORK 


Dr. Sylvan Witlwer, dirccto 


of the MSU Agricultural Expcr 
imcnt Station, added that th 
farm 
will -also 
provide 


opportunity for several othc 
departments concerned w i t 
fruit-related problems to coi 
duct experiments there. 


In line with a request by M 


Nichols, 
particular 
attcntio 


will be given to the problems c 
pear 
production, W i 11 w c 


stated. 


Soiling our lovely 
walcrfro: 


home main island. Paw Pa 
Lk. Min. from B.H. 468-3484 Ad 


Follows Plea 
For Recall 
Of Mayor 


DETROIT (AP) — The 15- 


year-old son of Detroit's police 
band director was stabbed to 
death 
Thursday 
night, 
only 


hours after 
the city's rising 


crime rate was cited publicly by 
a councilwoman who announced 
a move to recall Mayor Jerome 
Cavanagh from office. 


George Overman Jr., a 10th 


grade student who played the 
trombone, was stabbed in the 
chest near a doorway of Cobo 
Hall, the city's big downtown 
convention center. He was on 
his way to play in a concert 
with his school band. 


The youth, son of Police Bane 
irector G e o r g e Overman, 
awled or stumbled to an cle- 
alor and died. Police sought 
vo youths seen running from 
e knifing scene. Officers later 
uestioned two teen-agers. 
ANTS RECALL 
Earlier 
Thursday, 
Council- 


Oman Miss Mary V. Beck at- 
cked Cavanagh for the rising 
etroit crime rate and said she 
ill head an effort to recall him 
om office. 
Miss Beck often has feuded 
ith Cavanagh b e c a u s e , of 
e crime rate, saying the may- 
• is more interested in building 
s national image than in solv- 
g Detroit's problems. 
Detroit's 
crime 
incidence, 


hich soared 39 per cent in 
165 over 1965, has swung fur- 
icr upward this year. Recently, 
number of grocery store own- 
rs have armed themselves be- 
ause 
of frequent robberies, 


ince then, grocers have shot 
nd killed five alleged robbers. 
olice still are seeking a man 
/ho accosted several women in 
ne section of the city, shooting 
nd 
seriously 
wounding one 


•oman who resisted him. 
CONTEMPTUOUS' 


Cavanagh, contacted in New 


fork where he spoke to a na- 
onal medical meeting Thurs- 
ay before the Overman boy 
vas stabbed, answered M i s s 
lock's charges by saying "I am 
" ighly contemptuous of t h e 


ighly personalized attack on 
me. 


"What is her proposed solu- 


ion to the great problems of 
rime in our city?" he asked 
Miss Beck, 
who offered no 


olutions in the four-page btRte- 
ment 
announcing her 
recall 


campaign, apparently will get 
ittta support from other council 
members. 


Philip 
J . 
VanAntwerp, 
a 


councilman, called her proposal 
ridiculous. 
SAYS HE'S SINCERE 


"Mayor Cavanagh is sincere 


and is trying to do a job in very 
rying t i m e s , " VanAr.fvverp 
said. 


Other council members had 


similar views. 


Miss Beck was unabailable 


for 
questions 
from 
newsmen 


about her announcement, which 
was delivered to news medh by 
tier secretary. 


The statement made several 


complaints 
against Cavanagh, 


head of the government of the 


(See back page, sec. 1, col. 5) 


ATTENTION MOTHERS: YOU 
can earn a substantial year- 
around income from your homo 
as a part-time carrier counselor 
for The News-Palladium. IF you 
would like to supervise hoys, 
can spare 2'/4 to 3 hdurs after- 
noons, contact the circulation de- 
partment of The News-Pallad- 
ium to learn more about this 
interesting and rewarding occu- 
pation. 
Adv. 


COUNCILWOMAN BECK 


Wants recall 


MAYOR CAVANAGH 


Asks why 


'WE WON'T RETURN' 
Union Irked By 
Detroit Problems 


DETROIT (AP)—United Auto Workers Union offi 


cials said Thursday the UAW might never hold an 
other convention in Detroit. City officials pledged to 
eliminate any problems that have angered the union.' 


"Every one of my key people 


we never bring a 
to Detroit again," 


handling arrangements has ad- 
vised that 
convention 
said Emil Mazey, UAW secre- 
tary-treasurer. 


He 
said 
he had 
received 


numerous 
complaints 
about 


preparations 
for 
the 
UAW's 


special 
collective 
bargaining 


convention, 
w h i c h 
opened 


Thursday. 
NO DETAILS 


Declining to give details about 


complaints, 
Mazey 
said 
he 


would send a letter to Mayor 
Jerome Cavanagh and all the 
building trades unions involved. 


Cavanagh said the city "will 


take every action to rectify any 
problems." 


The convention is being held 


in Cobo Hall, which Cavanagh 
said has "established itself as 
one of the best convention halls 


in the country. We have had m 
serious 
complaints about 
tin 


hall's 
operations 
for 
man> 


months." 


Mazey said he was given thi 


impression "that there is n< 
management giving direction ti 
the work force" helping pre 
pare the hall for the 3,000 UAV 
convention delegates. 


The work force is runnini 


the show without adequate am 
proper supervision," he said. 
BLAMES UNION 


But 
Stephen Wish, 
Cobo' 


superintendent 
of 
operation 


said any problems the UAW ha 
met were with laborers hired b 
the union to do specific tasks. 


"Our employes were proper! 


directed and completed the: 
jobs by Wednesday afternoo 
with 
no 
significant 
delays, 


Wish said. 


ROBBERY VICTIM: 
Russell Provino, 62, vice 


president of Buffalo Local 77•!, UAW-CIO, shows 
the effects of n beating at the hands of an assailant 
who followed Provino to his hotel room in Detroit 
and robbed him of ?350. Provino is in Detroit for 
the UAW convention. (AP Wirephoto) 


Death Puts 
Rouse In 
54-54 Tie 


State Rep. 
Nimneley Has 
Heart Attack 


By JIM NICHOLS 


LANSING (AP) — State Rep. 
tames S. Nunneley, a first-term 
Republican from Mount Clem- 
ens who seldom missed an ap- 
>ointinent and seldom spoke on 
he floor of the House, died 
Thursday night in his Capitol 
Building office. 


The quiet, 56-year-old widower 


apparently suffered a heart at- 
tack shortly after 9 p.m., when 
he returned from dinner follow 
ing a lengthy House Republican 
caucus, 


Nunneley 
was 
the second 


Michigan legislator 
to die this 


year. House Democrat c leader' - 
Joseph J. Kowalski of Detroit 
suffered a stroke March 16, also 
in the Capitol Building, and died 
two days later. 


Nunneley's death leaves the 


House deadlocked again, with 54 
Republicans and 54 Democrats. 
WILL SET ELECTION 


Gov. 
George 
Romney 
will 


schedule a special election to fill 
his 75th District seat. Romney 
previously picked May 23 as the 
date to fill Kowalski's seat. The 
Legislature's 
current schedule 


sets May 19 as the final date 
for passing bills. 


Funeral services for Nunneley 


were scheduled tentatively for 
Monday at First Presbyterian 
Church in Mount Clemens, with 
burial in the family plot in Clin- 
ton Grove Cemetery. 


Fellow l e g i s l a t o r s today 


praised their Macomb County 
colleague, who defeated incum- 
bent Democrat Victor R. Steeh 
of Mount Clemens in 1966 after 
losing to him two years earlier. 


"He was a very capable legis- 


lator," said House 
Republican 


floor leader William Hampton of 
Bloomficld Hills. "He was self- 
contained and not overly vocal 
on the floor, but he was very 
well versed in the various activi- 
ties of the Legislature and he 
was a promising legislator."'. 
STRICKEN SUDDENLY 


Rep. 
Robert 
C. Slites, 
H- 


Manitou Beach, who ate dinner 
with Nunneley and then, less 
:han an hour later, tried to save 
lis life with artificial respira- 
:ion, said the Mount Clemens 
lawmaker had appeared in per- 
fect health as they joked earlier 
'n the evening. 


Stitcs said he and Rep. Allen 


F. Rush, R-Lake Orion, had kid- 
ded Nunneley at dinner because' 
his first bill of the session—a 
minor measure regulating fish- 
ing shanties—had been the last 
measure passed 
before 
the 


House adjourned Thursday. 


"I was reading a letter when 


I heard a noise," Stites said to- 
day. 
"Right 
after that Ray 


(Rep. Raymond Smit, R-Ann Ar- 
bor) ran up in front of my desk 
and said, 'Bob, I need some 
help.' 


"He was gasping for breath," 


Stiles said. "I dialed the opera- 
tor and said we needed a doctor 
and a fire department emergen- 
cy crew. We laid him on the 
floor, but I think he had stopped 
breathing by then." 


Stites, a 
former 
Lenaweo 


County sheriff who once taught 
first aid, gavc'Nunneley mouth- 
to - mouth respiration and at- 
tempted heart massage. 


Nunneley, owner of a Mount 


Clemens shoe store, was a Navy 
lieutenant in World War II. He 
had a bachelor's degree in busi- 
ness administration from Mich- 
igan State University. 


A member of the Elks, Am- 


vets and the Mount Clemens 
fioarcl of Education, he had two 


(Sco back page, sec. 1, col. 5) 
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GOING MY WAY? 


Free World Loses A 


Great Man 


Western Germany and the non-Communist world is in 


official mourning for one of the truly remarkable men of 
this century, Konrad Adenauer. 


.He died two days ago from an accumulation of respiratory 


ailments first showing up as a bronchial attack in 1965. 


His age, 91, had long caused his fellow countrymen to call 


him "Der alte," "the old one." 


"Adenauer was^the architect of West Germany's revival 


from World War II's shambles and it ia not too much to say 
that had he not been available, the destiny of Western 
Europe and what peace does exist throughout the world 
might have taken any number of unknown turns for the 
worst. 


What makes his contribution all the more outstanding is 


his stepping into the breach at an age when most Americans 
have been drawing Social Security for several years. 


He was 68 when Hitler imprisoned him and his wife 


briefly in the purge rocking Germany after the July, 1944 
assassination attempt on Der Fuhrer failed. 


His jailer counseled Adenauer to forego any thought of 


cpmmitting suicide in preference to undergoing torture by 
his captors because, "You are 68 years old and your life is 
over anyway." 


Five years later, with the frenzied help of the Americans, . 


British and French forces garrisoning Western Germany, 
Adenauer emerged as the chancellor of his country's newly 
created government. 


Adenauer was born in and spent the major share of his 


life at Cologne. 


He was in political life for two-thirds of his existence, 


starting at age 30 in 1906 as a member of. the town council. 


He was lord mayor of his native city before the first 


World War ended. 


He was in a vacuum during the 12 years of the Hitler 


reign. Hermann Goering dismissed him from the mayor's 
office in 1933 for ordering the local police to remove the 
iwastikas which Hitler's storm troopers had bannered 
around the town. 


This forced him into a monasterial retirement until the 


Allies liberated Cologne in 1946. 


The Americans, first on the scene, installed him as chief 


of the city's civilian government. The British cancelled the 
assignment when Cologne was parcelled out to the English 
zone of occupation. 


The need for a stable government to unify all of Germany 


beyond the Russian zone became self apparent to the Allies 
as a major instrument in preventing a repitition of what 
occurred in the country following the 1918 Armistice. 


The effective means to express the purpose was the. 


development of responsible political parties. 


Adenauer pulled together 
two 
elements in European 


democracy whose very existence in large measure has 
defeated the democratic purpose in other countries, the 
capable people in the Catholic and Protestant faiths. 


He emerged at the apex of this strong base and operating 


from that power structure fashioned the supports for a 
stabilized Western Europe. 


'NATO, a French-German accord, the European Common 


Market and the economic rebirth of Western Germany are a 
few of his contributions. 


•Along with them, went a steadfast repulse of Russian 


pressure against the West and a rejection of the Communist 
dominated East German leadership. 


By way of showing, however, that an aging body is not a 


complete, outward demonstration of an inflexible mind, 
Adenauer displayed a change of heart.toward the Russians 
'in just the past two years. 


'They are, he told his skeptical countrymen, amenable to 


peace; it is the Red Chinese all of us must watch. This is a 
realism in measuring events as they develop which is rare 
even among young people. 


-Der Alte enjoyed another distinction setting him apart 


from most political leaders. 


•He was not a handshaker, nor a picnicer; nor a kisser of 


babies. He was a complete democrat at heart, but he had no 
leaning for the small talk and gestures which are the 
surface trademarks of being "one' of the people." 
'His speeches were long, 90 minutes being a fair average in 


length; his oratory was not earth shaking; and most of the 
time he repeated his talks rather than re-cast them from 
audience to audience. 


"Where LBJ, Romney or other leading lights in this 


country to follow that pattern, the White House and the 
various state houses would remain a beacon rather than a 
reality to them. 


The parallel between Adenauer's career and George 


Washington's is startling, the principal difference being a 
military reputation as the mainspring to Washington's 
promipence as' contrasted to the humdrum beginning of a 
civil servant for Adenauer. 
Otherwise, the totality of their visions, their capabilities 


and their performance for their countrymen reminds one of 
two roads leading to the same goal. 


Winston Churchill, another great man in his own right 


and also not averse to having that accolade not lost upon 
others, probably summarized Adenauer better than anyone 
else."He 5s," remarked Winnie a few years before his own 
death," the greatest German statesman since Bismarck." 


The future may well say there need be no cut-off in point 


of time. 


Have An Oat Hull? 


A few years' ago It was startling to learn that a substitute 


for shoe leather, a real competitor in qualities including 
ability to "breathe", was being made in large measure out of 
oat hulls. 


Now from Britain comes word that "significant" progress 


is being made in finding a substitute for tobacco. Yes, 
tobacco. 


-The new product, for all the public has been told, will 


result from a different recipe for cooking oat hulls or 
cornstalks or what's left after squeezing the sap out of 
sugar cane. The point is that cellulose is basic to the 
smokeable stuff under study. 


How long will it take the tanned hide of the cow and the 


dried leaves of the tobacco plant to languish and fade out of 
human ken? A good while in either case. Just as the cotton 
and wool industries have risen to the challenge of the 
miracle fibers, so the leather and tobacco industries can be 
expected to extol the virtues of the tried and true, not to 
mention the "new, improved." 


"Costs, of course, play a part in the practicalities of any 


revolutionary new product. The economy factor does seem to 
hate taken precedence over health in the British search for 
a tobacco substitute. Said the joint statement from Imperial 
Tobacco and Imperial Chemical: 


"The health aspect did not spark off the idea but any 


effect of the new materials on health will be carefully 
evaluated." 


•This is good. It is depressing to think of a later 


generation having to fa.ee a full scale investigation, complete 
with lawyers and expert witnesses on both sides, culminat- 
ing in federal requirement of the words "Smoking Bagasae 
May Be Injurious to Health" on every pack of cigarettes. 


Glancing BacUivanls — 


SJ LIBRARY 


HIRES EXPERT 


—1 T«ir AIO— 


A veteran "library builder" 


has been hired for advice in 
moving St. J o s e p h public 
library into a new structure now 
under construction. Mrs. Hazel 
Hayes who says she expects the 
move this fall despite a predic- 
tion 
of 
June, 
speaks 
from 


experience. H e r r 1 c k public 
library in Holland was 
"her 


baby" from its birth. 


The move into the building to 


be dedicated to the memory of 
Palenske's deceased wife will 
bring 
many changes to the 


city's public library. Probably 
the most important in Mrs. 
Hayes' estimation is the addi- 
tion of 4,000 to 6,000 new books. 
"We'd like to add more," she 
said "but there just isn't enough 
money. If anyone wants to 
make a gift, they couldn't think 
of 
anything better 
than 
a 


contribution 
to buy m o r e 


books." 


POLICEMEN NAB 
RUNAWAY HORSE 


—10 Year* Af»— 


St. Joseph police officers Gaul 


*nd Rice whooped it up as 
c owboys 
Saturday 
afternoon 


when they trapped a runaway 
horse in the backyard of St. 
Joseph high school principal 
Malcolm Mackay, 407 Wallace 
avenue. 


The horse was spotted run- 


ning loose on Lakeview avenue 
about 2:30 p.m., and later was 
trapped in the Mackay yard 
where two bystanders roped it. 
The horse was kept in a garage 
until its owner, Mary Kiggs, 
Brown School road, picked it 
up. 


NO TRESPASSING 


NEAR LIGHTHOUSES 


—BS Year* Age— 
. 


Fishermen, strollers, or bath- 


ers will not be permitted to 
trespass within 100 feet .of the 
lighthouses at the end of the 
breakwaters at the entrance to 
St. Joseph harbor. This new 
regulation was announced today 
by Theodore Jacobs on, officer 
in charge of the St. Joseph coast 
guard station. It is in keeping 
with a ruling by the U.S. Navy 
to protect federal properties. 


A red line and warning signs 


have been painted on the piers, 
and all fishermen must observe 
the rule or face possible arrest. 
Coastguard officials have indi- 


cated that an armed guard may 
be placed on the pier during the 
heavy fishing seasons. 


TO GERMANY 


—35 Yean Ago— 


Alvin 0. Knaak, who handles 
steamship reservations, reports 
that Mr. and Mrs. Paul Cast of 
Pine street left this week to 
visit relatives in Germany for a 
number of months. 


URGES UNION 


—15 Yean Arfr— 


F. Jj. Simonton, county agri- 
cultural .agent, has urged a 
union of county cow owners. 


BIGGER PLANT 


—55 Tim* Aro— 


So general has the telephone 
become 
in St. 
Joseph 
and 


vicinity that the plant here is 
inadequate and will be enlarged. 


NEW UNIFORMS 


—15 Year Afo— 


City Marshal John Yore and 
P o licenien 
William 
Thieme, 


Will Holland, and C. Stuckey all 
have new uniforms and helmets 
of regulation pattern. The out- 
fits w e r e 
ordered through 


Zekind and are numbered one to 
four in regular city style. 


Letters To The Editor... 


Editor, 
The Herald-Press: 


IT'S THE DRIVER, 


NOT THE CAR 


If the tenant in the White 


House, or those occupying the 
state executive mansions, or 
our fellow constituents warming 
the seats in our legislative halls 
are laboring under the con- 
tention that the building 
of 


bigger, stronger, heavier, better 
equipped and costlier automo- 
biles will be the answer to the 
problem of safety on the streets 
»nd highways, they had better 
dig deeper into human causes 
and effects and lay their me- 
chanical 
assumptions 
in 
the 


pigeon holes of possibilities, not 
probabilities. 


The problem confronting the 


nation is not a mechanical one 
but one pertaining to the human 
element, or, put in another way, 
human responsibility. 


No car can be safer than the 


driver therein. Our concern is 
the prevention of the collision 
which In most cases results in 
the death or injury of one or 
more parties involved. 


The car itself is not at fault, 


for no driver with an ounce of 
gray 
matter 
will 
drive 
or 


attempt to drive a car which he 
knows Is unsafe, unless he is 
employed for that purpose of 
transporting such vehicles for 
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abolition or repair. 


Speed, carelessness, reckless- 


ness, indifference, a superiority 
complex and disregard of laws, 
rules, ordinances 
and traffic 


conditions are the main causes 
of accidents, and the car, not 
the driver Is now destined for a 
complete overhaul, changing of 
design in an effort to hoddwink 
the owner that herein lies his 
salvation. 


This is a false and dangerous 


conception, for such will not, in 
any way, change the driver or 
his attitude. 


The Irresponsible driver must 


be removed. That is the weak 
spot, the cause of all collisions 
and all the safety .belts and . 
engineering features on earth 
will never prevent the accident 
from happening, altho it may do 
a little in the measure of safety 
after the accident has occured. 


This is not enough. Prevent 


the 
accident 
should be 
the 


clarion call and enforce the 
rules of safe and sane driving 
by first and foremost a national 
speed law commensurate with a 
maximum of safety limit. 


A thorough physical and men- 


tal examination of the driver, 
uniform traffic laws in all the 
states and cities and communi- 
ties and a national slowdown on 
all secondary roads to a 50 mph 
limit. 


Our first duty then is to 


prevent the accident from hap- 
pening, not worrying about the 
aftermath. 


Safe cars are useless with an 


unsafe c r e a t u r e behind the 
wheel, and, in all truth, once a 
human finds himself or herself 
behind the wheel, a change in 
attitude from submissiveness to 
aggressiveness becomes evident. 
Why is this? If one cannot trust 
himself 
or herself 
implicitly 


when in control of power, then 
one must not be trusted with 
such power. 


It is a safe prediction to make 


when I say the next 20, 30, 40 or 
50 years will increase its toll In 
human life unless we take first 
things first and begin in the 
right place, behind the wheel 
for there sets the full respons- 
ibility, there sets the blame and 
there we will find the answer 
and the solution. 


WILLIAM A. RODGERS. 


Brldgman- 


Editor, 
The Herald-Press: 


MEAN TO OLD FOLKS 


The 
senior 
citizens of St. 


Joseph have worked hard to get 
a low rent building. 


Just when we are about to 


realize our dream, inasmuch as 
the money has been appropria- 
ted, the plans have been com- 
pletedi bids have been posted 
for construction, in fact, con- 
struction is about to start and 
now at this late, date some of 
the 
business 
people 
of 
St. 


Joseph have decided that they 
want the. location for 
some 


other purpose or perhaps its 
their desire to deprive these 
senior citizens of their dream 
for a decent place to live. 


Some of these 200 applications 


that the St. Joseph 
Housing 


commission has 
on file 
are 


widows 
living 
in 
one 
room 


because 
their 
pension won't 


permit them a better way of 
life. 


Now that they have dreams of 


a better place to live in a new 
15-story senior citizens building, 
they are compelled to stage a 
march down State street and 
fight the selfish interests along 
State street that would deprive 
them of their right 
to live 


decent and comfortably. 


Everyone in the Twin Cities 


will be proud to have this 
beautiful building in St. Joseph, 


WILLIAM LYONS, 
805 Columbia ave., 


St. Joseph 


You're 


Telling Me! 


By HOYT KING 


That new longer-wearing golf 


ball is said to save 
duffers 


money. But not wear and tear 
on their nerves? 


« / * 
* 


A 
n e w 
electronic 
device 


filters 
out 
loud 
voices 
but 


permits wearers to hear normal- 
toned conversation. For boiler 
factory workers it should go 
over with a bang. 
* 
* 
* 


The West African royal ante- 


lope, smallest of cud-shewing 
creatures, is only a foot high — 
nature) Item. Hardly king-sized. 


speaking of YOl/R HEALTH 


By Letter L. Ctlemu, M, D. 


I have been trying to reduce 


the 
cholesterol 
level in ray 


blood because I was told that 
this can prevent heart attacks. 
Are there any special drugs 
that can do it? 
F.T., New Jer- 
sey 
l 


Dear Mr. T.:l 


It is generally I 
' accepted t h a t ] 
cholesterol plays! 
a 
v e r y im-l 


portant part inl 
the formation oil 
a r teriosclerosis.I 
T he narrowing! 
. of the b 1 o o d 
vessels that re- i>r 
•suits disturbs the Dr> 
circulation of the blood in all 
the arteries of the body. 


When an insufficient amount 


of blood goes to the heart by 
way of the coronary arteries a 
heart attack may follow. Cho- 
lesterol is not the only factor 
that produces this serious con- 
dition. Narrowing of the blood 
vessels can also be caused by 
tobacco, 
especially 
in those 


people who are particularly sen- 
sitive to it. 


The loss of weight is an 


important contribution to good 
health, especially in the middle- 
aged 
gr,oup who are 
most 


susceptible to heart attacks. 


A good antl-cholesterol diet 


must contain little or no animal 
or s a t u r a t e d fats. Polyun- 
saturated vegetable 
fats and 


oils 
as 
a replacement 
can 


effectively reduce the choles- 
terol level in the blood. 


Fat free milk, fish, seafood, 


poultry, liver and egg whites 
are relatively low in saturated 
fats. Cora oil, safflower 
and 


soybean oil are e x c e l l e n t 
sources of polyunsaturated fats. 


Scientists have been working 


to find a drug which will reduce 
high levels of cholesterol in the 
blood stream. Numerous drugs 
have 
been tried 
with 
only 


moderate 
success. 
Some of 


them have proven 
successful 


but, unfortunately, carried with 
their use some serious side- 
effects. 


Many of these drugs were 


immediately taken off the mar- 
ket 
by 
the 
Food 
& Drug 


Administration of the United 
States government. This agency 
probably plays 
the 
greatest 


single role in the protection of 
the A m e r i c a n people from 
drugs that have not yet been 
proved completely safe. 


A new ,.drug .is n ow being 


greeted wnh tremendous enthu- 
siasm by doctors, everywhera 
because of its ability to dra- 
matically reduce \ high blood 
levels of cholesterol. The drug, 
Atromid-S, seems to be the very 
first anti-cholesterol drug that 
does not have the serious side- 
effects of the others. 


The drug has been used in 


more than 3,000 cases under tho 
strict supervision of physicians 
and scientists at a number of 
major universities and hospitals 
all over the country. 


The Food & Drug Administra- 


tion has finally put its stamp of 
approval on Atromid-S and will 
permit it to be distributed to 
doctors everywhere within the 
next few months. The pill is 
taken four times a day under 
the direction of a physician and 
•is said to reduce the blood 
chplesterol levels and keep It 
within the normal range. 


This drug, like all 
other 


complex new drugs, cannot be 
taken by all people. It is said 
that patients with kidney and 
liver 
conditions and women 


during pregnancy should not be 
given the drug. 


Those 
experts 
who firmly 


believe that cholesterol plays an 
important role in modern civili- 
zation's high frequency of heart 
attacks are anxiously awaiting 
the possibility of saying, with 
this 
drug, many lives that 


might have been wasted by 
preventable heart attacks. 


S P E A K I N G 
OF YOUR 


HEALTH — Seat belts save 
lives only when they are used. 


Dr. Coleman welcomes letters 


from readers, 
and, while he 


cannot undertake to 
answer 


each one, he will use questions 
in his column whenever possible 
and when they are of general 
interest. Address your letters to 
Dr. Coleman in care o£ this 
newspaper. 


CONTRACT BRIDGE... 


B. Jay Becker 


K1093 


1. You are declarer with the 


West hand at Three Notrump. 
North l e a d s the queen of 
spades. How would you play the 
hand. 
*K* 
- 
T 
" 
»>AB6t3 
«>J6 
+ AQ73 


2, You are declarer with t? 
| West hand at Six Clubs. Norl 
leads the queen, of spades. How 
Would you play the hand T 
'* ' ~ 
" 
»>9643 
«>KJ75 
. 4, K Q10 2 


1. To give yourself the best 


chance, win the opening lead in 
your hand and cash the king of 
hearts. 
Assuming that 
both 


opponents follow suit, the con- 
tract is now a certainty. Enter 
dummy with a club and lead a 
low heart towards the jack. 


If the hearts are divided 3-2, 


you are sure of making at least 
three notrump. 
If they 
are 


divided 4-1, you are assured of 
four 
heart 
tricks 
and will 


likewise make at least three no- 
trump. Thus, suppose North has 
the Q-10-8-7 of hearts. He makes 
only one heart trick as a result 
of your safety play to guard 
against a 4-1 division on either 
side. You achieve the same 


result if South has the Q-10-8-7 
of hearts. He also makes only 
one heart trick. 


Note that if you attack dia- 


monds right away, or i£ you 
start the hearts by leading the 
ace first, you jeopardize the 
contract 
unnecessarily. T h e 


only practically sure way of 
making the hand is by playing 
in the manner prescribed. 


2. You can't be sure of the 


outcome in this case, but there 
is a best way to play the hand. 
Win the spade, draw two (or 
three) 
rounds of trumps, and 


cash the king and 
ace of 


diamonds in that order. Then 
lead a diamond toward the jack. 
If North follows suit 
(or the 


queen has previously fallen) the 
slam is in the bag. 


If North does not follow suit 


(and the queen has not fallen), 
you have to fall back on a heart 
finesse. 


The diamonds are led before 


the hearts in the hope that a 
heart finesse will prove unneces- 
sary. Thus, if the diamonds are 
divided 3-3, the slam is sure to 
make regardless of which op- 
ponent has the queen. 


I would be wrong to finesse 


the 
jack of diamonds. This 


could lose the contract if it 
•turned put that South had the Q- 
x of diamonds and North had 
the king of hearts. 


today's GRAB BAG.. 


By Ruth Ramsey, Central Press Writer 


THE ANSWER, QUICK! 


1. What have Nick Carter, 


King Brady and Ned Buntline in 
common? 
* 


2. For whom was the state of 


Virginia named? 


3. Name the world's largest 


peninsula. 


4. Name the gambling center 


of the Orient. 


5. What is a cleek? 


WATCH YOUR LANGUAGE 
INFIRMITY — ( i n - F U R - 


meti — noun; 
a 
p h y s i c a l 


weakness op ailment; the state 
of b e i n g infirm; lack of 
strength; 
moral, weakness or 


failing. 


YOUR FUTURE 


Though domestic expenses are 


heavier, you will enjoy peace of 
mind. Today's child will be 
practical. 


BORN TODAY 


Charlotte Bronte, one of the 


most gifted English novelists, 
was born at Thornton, York- 
shire, in 1816. When she was 5, 
her mother died and her clergy- 
man father sent for his sister- 
in-law to help him raise the six 
children. 


A few years 


l a t e r all the 
Bronte girls ex- 
cept Anne were 
enrolled in the 
C 1 ergy Daugh- 
ters, School at 
C o wan Bridge 
— the 
Lowood 


School of "Jane 
Eyre" — where 
d readful condi- 
t i o n s 
w e r e 


worsened by the 
administration's belief that phy- 
sical discomfort was spiritually 
edifying to the pupils, 


Two of the Bronte sisters died 


there and the others returned 
home. 


After attending and teaching 


at Roe Head School, Charlotte 
worked 
for 
a 
time 
as 
a 


governess before she and her 
sister Emily went to Brussels to 
study at the school of Constant- 
ine Heger, 
where she later 


taught. 


In 1846, she and her sisters 


Emily and Anns published a 
collection of their poems using 
the pseudonyms Currer, Ellis 
and 
Acton 
Bell. The book, 


published at their own expense, 
sold only two copies. 


Next, Charlotte submitted her 


first novel, "The Professor," to 
a number of publishers, all of 
whom rejected it. 


Undaunted, Charlotte set to 


work to complete her greatest 
nove, "Jane Eyre," which was 
published and achieved spectac- 
ular success. 


Others born today are natur- 


alist John Muir, critic H.A. 
Taine, Queen Elizabeth II of 
Britain, 
painter Joan 
Miro 


actor Anthony Quinn. 


IT HAPPENED TODAY 


On this day. In 1856, the first 


bridge across the Mississippi 
River, was completed between 
Davenport, 
Iowa, and 
Rock 
Island, 111. 


HOW'D YOU MAKE OUT? 
1. They were dime novel 
heroes. 


2. Elizabeth I, known at tha 


Virgin Queen. 


3. The Arabian. 
4. Macau. 
5; An outmoded type of *olf 
"lub. 
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'ARMY' TO CAMPAIGN FOR BH SCHOOL BONDS 


Group Will Seek 
900 Recruits 


Drive To Explain Schools' 


Need For $9.7 Million 


Plans to recruit 900 citizens as campaigners for the 


Benton Harbor school bond election were discussed 
Thursday at the first meeting'of the public information 


steering committee. 


Chairman 
Richard A. Sea- 


grave said the school district 
will be divided into 29 areas, 
:ach with a chairman to lead 
:he door-lo-door campaign seek- 
ing "yes" votes for the $9,725,000 
bond issue lor construction. 


The board of education will 


meet Monday to formally set the 
election for Tuesday, June 6. 


Scagrave noted that building 


proposals should have been pre- 
sented five years to meet the 
needs of the district. However, 
a unified approach at that time 
was impossible because the area 
was composed of 17 independent 
districts. 


Consolidation of 1965 estab- 


lished the present Benton Har- 
bor district. Seagravc said so- 
lution of school problems would 


Ask St. Joe 
To Expand 
Motel Sites 


Developers Vie 
Over Who Has 
The Best Plans 


SI. Joseph Planning Commis- 


sion yesterday tabled consider- 
ation 
of' expanding downtown 


motel sites two weeks until its 
professional planners can report 
on what such expansion would 
mean. 


Specifically the planners ask- 


ed Sheldon Williams of Barton 
Aschman, the city's planning 
consultants, lo report on what 
effect closing Ship street from 
State to 
Main streets would 


have on the downtown business 
district, 
the 
area 
below 
ll>.e 


bluff and the rest of St. Joseph. 


The planners sat back and 


watched 
three of the 
major 


developers of Urban Renewal 
blocks 3 and 4 joust over who 
has the best 
plans 
for the 


future. 


There was Atty. Joe Killian 


With a flexible offer, a form 
ready to deposit in the bank and 
a warning against "pie in the 
sky" schemes. 


Ralph Borcherl, head of a 


successful Holiday Inn in Ben- 
Ion Township, argued his only 
desire for more land was to 
build a bigger motel. 


Then C. Thomas Daley, sec- 


retary of the St. Joseph Senior 
Citizens Housing project, ques- 
tioned developers if their plans 
could be drawn so as to permit 
access to the proposed high rise 
apartment building situated at 
No. 1 State street. Daley re- 
served his jousting for George 
Mirabal, secretary of the St. 
Joseph Business Divi.sion, 
100 UNITS 


Killian reviewed 0 1 i p r a 's 


latest offer, one that would take 
all the land the city would want 
to sell and build accordingly — 
upwards of 100 motel units. The 
plan includes a Holly-run res 
taurant and a Sinclair service 
station. 
Killian 
said 
the 
oil 


company would give Commis- 
sioner C. A, Tobias first chance 
to run the new station and offer 
the city Tobias' present station 
at Pleasant and Main streets or 
put a clause in ils sale offer 
prohibiting sale of petroleum 
products. 


Killian said Olipra's offer was 


based on sound economics ol 
what the area could support in 
the way of a motel. He said big 
convention halls must be buill 
and 
maintained 
with 
public 


funds. 
Borchcrt's 
Mar-Kay 


Development Corp. has outlined 
plans for a 200-unil motel with 
an auditorium seating 800. By 
contrast the defunct Whitcomb 
hotel seated 350 in its Tropical 
room. 


Borchert 
said 
Holiday Inn 


officials 
in 
Memphis, Tcnn., 


said "we need between 130,000 
and 160,000 square footage. It 
would be unfair lo you and to 
the city of St. Joseph if we built 
a Holiday Inn lhat did not meet 
the needs of the area." 


Holiday Inn officials maintain 


that "economically we cannot 
build less than 200 rooms on the 
site in St. Joseph and think it is 
necessary to have approximate- 
ly 150,000 square feet." 


Block four 
— bounded by 


Main, 
Port, State 
and 
Ship 


streets — contains 75,124 square 
feet and Port street and the 
parking lot next to it contain 
another 34,703 square feet for a 
total of 109,827 — somewhat shy 
of Holiday Inn requirements. 


Borchert said he would get on 


the phone and try out that offer 
on Holiday Inn's officials. 


Daley questioned both Killian 


and Borchert on the possibility 
of leaving a strip on the west 
end of the parking lot as an 
access for the proposed senior 
citizens building. Both indicated 
they were not interested in the 
below-lhe-bluff 
area 
and said 


they felt the housing unit coi:ld 
have what lop of the bluff area 


(See back page, sec. 1, col, 1) 


1", 


LEAD 
BOND DRIVE: 
The public information 


steering committee that will promote the Benton 
Harbor school bond election discussed campaign 
plans at its first meeting Thursday. Left to right, 


front, are the Rev. Daniel ,Cook, the Rev. W. E. 
Ellis, Chairman Richard Seagrave, Mrs. Don (Nan- 
cy)'Clark, Ray Hochmuth and Atty. F. A. (Mike) 
Jones; standing—John Chapman, Jack Johnston, 


D. W. Kibler, Dr. Edward Haupt, Dennis Donovan, 
Robert Korff, Robert O'Neill, Atty. Henry Gleiss, 
Dick Peters, Don Boerma and Raymond Sreboth. 
(Staff photo) 


be even more difficult if the 
area had not united. 


Seagrave told 16 members of 


the committee meeting in the 
school administration building 
that present enrollment of 12,- 
100 is 2,100 over the rated ca- 
pacity of buildings, Classes func- 
tion only "by squeezing them 
in." 
GROWING GAP 


to 2,800 students if construction 
is not authorized. The present 
building 
plan 
would 
require 


about three years to complete. 


The building program consists 


of two junior high schools each 
for 900 students; extensive re- 
modeling 
and 
22 
additional 


classrooms at the senior high; 
six new classrooms at Seely Mc- 
Cord; nine new classrooms at 


By 1970-71, the gap will widen 'Sodus; a central warehouse and 


IN THIS CORNER: Ralph Borchert explains to members of the St. Joseph 
Planning commission need for more land for development of a Holiday Inn 
motel. 
At right, Atty. Joseph Killi;.m leans over to talk with his client, 


Andrew Olipra, Killian had preceded Borchert in outlining development plans 
of Olipra on block 4 and part of Block 3 in the St. Joseph Urban Renewal 
area. (Staff Photo) 


LAST MEETING: Fritz N. Stueland (left), vet- 
eran member of St. Joseph Planning commission, 
attended his last session yesterday. Stueland, 71, 
has asked not to be reappointed to the post he has 
held for at least 15 years. Chairman Neil Berndt 
(right) said Stueland will have one more session 
to attend—the group's testimonial meeting. (Staff 
Photo) 


McCARROLL TO RETIRE 
Plan Search For New 
B.H. Police Chief 


Plenty Of 
Signers For 
Petitions 


Seek To Halt 
Housing Project 


Members of the St. Joseph 


Citizens committee are finding 
no difficulty in collecting names 
on petitions seeking to close 
down 
senior 
citizens housing 


before it goes up. 


John Klein, printing service 


operator, 
said 
enough signa- 


tures probably have been col- 
lected already but that more 
than the 50 or so required would 
be collected. 


The petition asks enactment 


of an ordinance to repeal the 
p r esent 
housing commission 


which is attempting to build a 
15-story, $1.7 
million 
107-unit 


apartment house. It would be 
primarily for elderly residents 
with limited resources. 


The petitions are due to be 


delivered to the St. Joseph City 
commission b e f o r e Monday. 
City charter provides an elec- 
lign must be held 30 days after 
the signatures arc checked. 


There was no comment from 


senior citizens leaders or city 
hall. 


supply center, and school sites. 


This is the first phase of a 


xmg range program developed 
~>y the school planning commit- 
:ee. Seagrave said the current 
auilding plans are compatible 
for 
either one or two high 


schools in future. 


Key leaders on the committee 


include Dr. Edward Haupt, Mrs. 
Don (Nancy) Clark, the Rev. 
W.E. Ellis and Vance Ferguson 
as assistants to Seagrave. Divi- 
sional chairmen are Atty. Henry 
Sleiss, vote drive; Eitel Eber- 
hardt, finance, and R o b e r t 
Korff, publicity. Another divi- 


AT ST. JOE CATHOLIC 
Top Students Challenged 
'Help Solve Worlds Woes' 


"If I ask you 'What Are you 


Benton Harbor Cit/ Manager (have to be a 


Don Stewart said last night Benton Harbor 
consideration should start about. 
June 1 to find a replacement for 
Police Chief Merle McCarroll 
who intends to retire Jan. 10, 
18C8. 


McCarroll will be eligible for 


retirement on a basis of 25 
years service./Stewart said he 
has received notice from 
Ihe 


chief. 


Stewart 
is hopeful that 
a 


successor 
can 
be 
appointed 


before McCarroll's term expires 
so the new chief can become 
thoroughly 
familiar 
with 
the 


job. 


The city charier 
empowers 


the manager to appoint the 
police chief. Slew;<rl said he 
will consult and seek advice 
from the city commission be- 
fore naming a new chief. A 
successor lo McCarroll does not 


member of the 
department, but 


applicants will be sought from 
the present force. 
CHIEF SINCE '59 


McCarroll, 52, rose through 


the ranks 
to become 
acting 


chief in July, 1950, and perma- 
nent chief in Dec., 1959! His 
salary, including 10 per cent 
longevity, is $9,150. 


Stewart 
lotd of McCarroll's 


plans during a city commission 
review of the manager's recom- 
mended 
52,629,292 budget for 


the fiscal year starting July 1. 
Stewart 
said 
he 
would 
be 


hesitant lo' implement Ihe full 
resulls of Ihe Michigan State 
University survey of the police 
department when a change of 
command is imminent. 


The budget provides for five 


additional policemen. This could 
(See hack page, sec. 1, col. 2) 


told 
honor 
students 


Joseph Catholic junior 


of 
St. 


and scn- 


meetings will be held in May for 
area chairmen and campaign 
workers. The committee 
also 


will set up a speakers bureau, 
hopeful of landing on the agenda 
of every club and civic group in 
the area. Seagrave also asked 
members lo think of a slogan for 
the campaign. 


CHIEF McCARROLI, 


Will rclire in '68 


Inter-City 
Bank Tells 
Growth 


Re-EIecl Officers, 
Members Of Board 


All officers and directors of 


Inter-City bank were re-«!<>cte<l 
this week during the institu- 
tion's annual stockholders meet- 
ing, 
Eitel 0. Eberhardt, bank- 


president, announced. 


Eberhardt, in his report, em- 


phasized confidence in con'inu 
ed economic growth, with Ber- 
rien county being a leader in 
Ihis direction. 


Growth of the Inter-City bank 


was reported during the past 
year, as Eberhardt noted that 
assets 
climbed 
from 
$41 0°!),- 


308.53 in 19G5 to $45,094,605 03 
the end of last December. 


Also deposits increased from 


.$37,689,329.01 in 1%5, lo $50,- 
214,685.51 last year, while net 
earning increased 
from 
S328, 


125.29 to $359,398.92 ovor Ihe 
same period. 
NEW COMPUTER 


Expansion of services during 


the year was highlighted by the 
installation of a new compiler 
system, Eberhardt said. 


Officers, 
besides Eberhardt, 


are 
Charles A. Castle, vice- 


president and assistant to the 
president; Robert 
B. O'Neill, 


vice-president and trust officer; 
A.J. Hosbein, James F. Mur- 
phy, Dan L. Smith and John 
Reilz, vice-president; Jon Cap- 
ron, 
charier; 
Mrs. Erma 
1,. 


Schmidt, 
assistant 
vice-presi- 


dent 
and 
secretary 
to 
the 


board 
of directors; 
Ray 
St. 


Pierre, director of marketing; 
Mrs. 
Doris I. Balos, August 


Essig, 
C.H. 
Hirsch, 
Waller 


Karpinski, John Lesch and n.E. 
Lockwood, assistanl cashiers; 
Z.E. Mileski, controller; James 
Falyey, auditor; and Wal'er E. 
Schirmer, Jr., trust officer. 


The board 
of dirccto-s 
in 


eludes: 


A.M. 
Grootcndorsl, honorary 


chairman; 
Ray 
Bubcock, 
di- 


rector emeritus; Albert Kahn,; 
Charles H. King; 
Ronald 
I-'. 


Kinney; Walter E. Schirmor; 
Hector Scowcrofl; B.R. Duseii- 
berg; 
Roy Dukesherer; 
Alvin 


>r high school Thursday cvcn- 
"' 
the 
annual 
awards 


going to do?' I hope the answer 


sion will represent various com- £?",!? ,bc7. 'Aboul 
what?,' ' " 


munity groups-business, labor, lll.cha,'l Z}ehme.r' supermlend- 
clergy, PTAs, teachers and oth-' ent of St' Joseph pllhllc scn°°ls 


ers. 
DEADLINE HAY 8 


Last day to register lo vote 


in the bond election is Monday, 
May 8. Only property owners 
and their spouses are eligible 
to vote on the bonds. However, 
the board of education also is ex- 
pected to present a request for 
operaling millage June G. All 
registered voters would be eligi- 
ble to vote on the tax. 


Scagrave 
said 
a series of 


ing 
' at 


banquet. 


He would answer, Ire said, by 


asking what are they going to 
do about the 1,500,600;000 poop! 
in the world who go to bed 
every night without enough la 
eat 
while the biggest 
n°nlih 


problem in the United Slates is 


are they 


the characteristics of any rafo. | veil, Valorie Niephaus, James'" 
' 
Smith, Waller Urch. 


Eighth 
Grade 
— Nicholas 


Bazan, 
John Brintnall, 
Kllea -- 


Daly, 
Debra 
Davino, 
David 


He emphasized there musr be 
some better solution than pio- 
testing, concluding: 
"AHhuv.Rh 


solving these problems is a big 
order, hope for their solution 
lies in your generation and in 
the 
top 
students 
like 
ymir- 


selves." 


Among the 55 honor students. 


overweight; 
w h a t 


going to do about man's at- 
tempt to solve his problems by 
collectively killing off his 
fel- 


lowman; what are they going to 
do about "overkill,' 
the lirm 


used 
to describe 
how many 


times the United States could 
destroy Russia's population with 
this country's nuclear slockpile 


20 
were 
seniors 
— largest 


honors group in a senior class 
at the school. 


Receiving honor pins from (he 


Rev. Clclus Rose, pastor, A'cre: 
Seniors 
—Karla 
Armstrong, 


Debbie 
Derrick, Linda 
Fello, 


Mary Ann Foulkes, Anrre Gl.-.ss, 
Richard Hake, Michael H'lnley, 


or 
how many 


could kill each 


times 
person 


Russia 
11 the 


country (at present, he said Ihe 
Figure is 216 for the United 
States and 164 for Russia;. 
HOPE FOR SOLUTION 


H i s 
c o ncluding challenge 


asked what can be done about' 
the 
race 
problem 
and 
lhc| 


Michael Hill, 
ferke, Susan 


Carol Ann 
McDonnell, 


, 
- 


DeLeeuw, Philip Johnson, Wil- 
liam McBride, Jerry Rohwed- 
der, Andrew Smith, and Rich-'" 
ard Slroba. 
•'; 


Seventh grade — Mary Beth 


Barlow, Peter Derrick, Christina. 
J o linson, 
Margaret 
Ma^kin, • 


Kathy Meyers, Sherrie Regan,' 
and Mary Jo Stcirale. 


Toastmaster for the program-' 


was Vincent Miller, the invoca- ^ 
tion was given by the Rev. Jrjhn 
Young, assistant pastor, and (lie " 
welcome 
by 
Donald 
Mas;ni. 


president 
of 
the 
Home 
and; 


School association. 


Entertainment included organ - 


solos by Mary Alice Rybarozyk 


Karen Lar- 
and 
Kathy 


gory 
Payovich, Donna Picra- 


cini, 
Ruth Pridgeon, 
P'airicia 


Rock, Earl Schulz, Paul Slier- 
rington, Richard Sheilds, Ann 
Thomas, 
Ronald Zawilia, and 


Thomas Zeko. 


Juniors 
— 
Robei'l 
BoUinc, 


Annelise Kaiser, Roger Ma..uer, 
_-_„-„, 


Daniel McKinley, and Stephanie j-Mrs. George Slroba, invitations 


and folk songs by 
sen, Val Fenrick, 
Kibler. 


Mrs. Douglas Smith was gen-- 


eral chairman. Assisting were' 
Mrs. Fred Regan, decorations;" • 


Peters. 


Sophomores 
— 
Theresa Ba- 


zan, 
Sandra 
Korschel, Peggy 


Martin, David Maurer, Wcidon 
Regan, 
Paula 
Smith, 
Peggy 


Schulz. 


Freshman — Sharon Dar.ito, 


problem of generalizing about I Larry Demkovicb, Chai'les liar- 


and 
program; 
Mrs 
Walter- 


Rock, dining room and servers; 
Mary Ann Foulkes and Pattj 
Rock, ticket sales; Mrs. Theo-' 
(lore T h o m a s , Mrs. Harry 
Trough, and Ron Zawilla, pro-' 
grams; and Mrs. Joseph Ka*. 
sper. food. 


TRIPLE HONORS: 
Three children of Mr. and Mrs. Douglas Smith, 3427 


Miles avenue, St. Joseph, were among the 55 honor 
students at St. Joseph 


Catholic school given awards at the annual honors banquet Thursday night. 
Rev. 
Glottis Rose, left, pastor, presented the pins to, from left: Paula, a 


sophomore; Andrew, eighth grader; and James, freshman. (Staff photo) 
Grand Mere Election h Not 
Limited To Properly Owners 


A confirmation that the provi- 


sion limiting the voting on a 
zoning 
ordinance 
to 
persons 


having property 
assessed for 


taxes 
is 
unconstitutional 
has 


been received from the state 
director of elections, Robert M. 
Montgomery, according to Mrs. 
B c mice 
Trcthcvvay, 
Lincoln 


township clerk. 


Therefore, any Lincoln town- 


ship registered voter who re- 
sides 
in 
Ihe unincorporated 


portion of Ihe township will be 
eligible lo vole on Ihe zoning 
amendment election concerning 
the Grand Merc area set for 
June 6. 


At a special township board 


meeting held on April 
19 Ihe 


wording of (he question to be 


amendmcnl 
t o 
the 
Lincoln 


township zoning ordinance as 
recommended by the planning 
commission and enacted by the 
township board on Feb. 14, 1967, 
zoning approximately 300 acres 
in sections 28 and 30, Lincoln 
township 
as s e c t i o n 
V-C, 


planned 
development dislrici 


including zones for residential, 
yachl basin, commercial and 
limited industrial 
be approved?" 


development 


The deadline for registrations 


for the election will be May R, 
Mrs. Tretheway said. A letter 
distributed throughout the town- 
ship by the Grand Mere associ- 
ation 
erroneously 
states 
Ihis 


registralioii deadline is May 5. 


In 
order 
lo 
accommodate 


Filstrup, Jr.; G.C. Vandcnberu; I submilled 
lo the voters was persons unable to register dur 


and Eberhardt. 
approved as follows; "Shall the | ing Ihe daytime, Mrs. Trethe- 


way a n n o u n c e d that voter • 
registrations will be accepted 
on 
the two Friday evenings, 


before the deadline, April 
2ft 


and May 5, from 6 until 8 p.m. 
at the township hall in Stevens- 
villc. 


Since the Grand Mere associ- • 


ation mailing, a deluge of phono . 
calls have been received from 
persons 
under the 
impression 


that a special registration 
is" 


necessary for the June 6 eleci • 
tion. Mrs. Trcthcviay points out 
lhat persons already registered 
do not register again for this', 
election, Persons not yet, regis- 
tered or those who may be in1, 
doubt about their registration ^ 
and would like verification have 
until May 8. On this last day 'o 
register, the lownship hall will 
be open from 8 a.m. to 8 p.m. 
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YOUTH ASKS: WHAT DO YOU THINK OF ME? 


Allegan 


7. 
Boy, 
Hit, Killed 


Struck By Car; 
Driver Not Held 


ALLEGAN - Steven William 


Leber, 7-year-old son of Ronal 
»nd Margaret Leber of route 5 
Allegan was fatally injured at 
p.m. Thursday, on 125th avcnu 
in Allegan county. The boy wa 
riding his bicycle, coming horn 
from school wlren he was kil!ed 


According to Allegan Sherif 


Robert Whitcomb, the secom 
grade student at the Allegan 
s c h o o l , accompanied by 
; 


neighbor chid, Theresa Gleasoi 
came over the hill. A car driven 
by Forest H. Miller, 39, of rout. 
5, Allegan, struck the child. Shcr 
iff Whitcomb said the boy wa 
on the wrong side of the road 
No 
charges 
were issued 
ti 


Miller. 


The boy was taken to Allegan 


Health center where he wa: 
pronounced dead on arrival. 


To date, this year, AUesan 


county traffic deaths total five 


Steven was born Aug. 8, 196C 


in Allegan. 


Besides 
his parents he i 


survived 
by 
Mr. 
and 
Mrs 


William Leber, Allegan, pater 
nal grandparents; Mr. and Mrs 
Miles Lemoin, Allegan, mater 
' nal grandparents, and a broth 


er, Richard, 11, at home. 


Funeral services will be holt 


Saturday at 2 p.m. in the 
Nyberg funeral home in Alle 
gan. 
Burial will be in Poplar 


Hill cemetery, Allegan. 
$1 Beach 
Fee For 
Outsiders 


Plan Favored , 
In South Haven 


SOUTH HAVEN - A plan for 


, regulating 
beach 
p a r k i n g 


through windshield stickers was 
prepared last night by members 
of the city planning commission 
for 
submission 
to 
the 
city 


' council next month. 


The commission approved a 


' motion by Danny Anderson to 
recommend 
that stickers 
be 


sold to cars from out of town at 
* fee of $1 per day. Tho motion 
also suggested that city resi 


• dents be 
furnished a season 


windshield sticker at no charge 


The commission had recom 


mended t h a t non - residentia 
vehicles be charged for beach 
parking last September, but the 
council 
referred 
the 
matter 


back to the planners with 


for 
more specific 
request 
plan. 


Members said money raiset 


from the fee system could be 
used for paying the salaries o 
the persons hired to police the 
lots as well as help finance the 
cost of lifeguards 
and beach 


maintenance. 


Planners also explored some 


new plans for a parking lot 01 
property located just north o 
the city post office and asked 
city engineering assistant Ben 
Johnson to prepare a proposed 
parking plan for a small city 
owned lot directly behind the 
post office building. 
Rail Crossing 
Light., Gates 
,Are Ordered 


The Michigan Public Service 


Commission has ordered Chesa 
peake 
and 
Ohio railroad to 


install automatic flashing signs 
and half-roadway gates at the 
Pier road crossing in Hagar 
township. 


Peter B. Spivak, commission 


chairman, said a combination of 
restricted visibility, heavy rai 
traffic 
on 
two 
tracks 
an< 


seasonal fluctuations in highway 
traffic warranted the improve 
meats. The crossing presently 
is protected by advance warn 
ing s i g n s and rcflectoi'izcc 
erossbuck signs. 


Spivalc noted that Pier road is 


a connection between Coloma 
and US-31 and subject to heavy 
traffic pressure. 


FLYINcTrLAGS 


By law, the United Nations 


flag shall not be flown in the 
United States 
unaccompanied 


by 
an American flag of the 


same 
size 
and the 
national 


banner should occupy the honor 
Ipot, to the observer's right. 


PULLMAN LANDMARK CATCHES FIRE: 
Firemen from Lee and Casco 


townships and Fennville departments battle flames which broke out in Odd 
Fellows hall in Pullman early Thursday afternoon. 
They controlled flames 


in little over an hour. 
Lee Township Chief Melvin DeWeerd said blaze ap- 


parently started from oil heater which had been lighted to heat hall for an 
evening meeting. Mrs. William Schlauch who lives behind hall saw smoke 
and turned in original alarm. Odd Fellows and Rebekah lodges records, Bi- 
ble and American Flag were carried out unharmed. No injuries were report- 
ed. 
Firemen saved nearby house and garage. 


BURNS TO THE GROUND: Firemen spray flaming ruins of Pullman 


Odd Fellows hall after fire broke out again in tinder-dry old building about 1 
a.m. today. Same six trucks and three departments answered second alarm 
But tinder-dry old building burned down. Estimates on old building's age 
varied from 60 to 75 years. Some oldtimers said it housed livery stable and 
blacksmith shop before Odd Fellows lodge bought it in 1925. It was remodel- 
ed in 1945. Loss, estimated at over $5,000, was reported partially covered by 
insurance. 
(Photos by Donald Prosch-Jensen of Fennville) 


ALSO TWIRLING FESTIVAL 
State Majorette Pageant 
Set May 19-20 In B.H. 


For the first time in south- 


western 
Michigan, 
a 
"Miss 


Majorette of Michigan pageant" 
is to be held in Benton Harbor 
on Friday and Saturday, May 19 
and 20, along with the fourth 
annual National Baton Twirling 
Association 
Blossomland Fes- 


tival to take place in the Benton 
Harbor high school on Collux 
avenue. The majorette pageant 
was in the past held io (he 
Detroit area. 


General chairman of the af- 


fair is Miss Jill Whitaker of 
Three Oaks. Her co-chairman 
and 
co-director is Mrs. Gyl 


Johnson Hondorp, formerly of 
Coloma and now of Lakeview. 


Miss Whitaker, widely known 


in baton twirling circles and a 
graduate of Western Michigan 
university, 
Kalamazoo, where 


she was a majorette in the 
marching band, is now a home 
economics teacher in the .Hart- 
ford school. She is a fo.-ner 
state 
twirling champion and 


directs the annual Hiver Valley 
twirling camp and contest in 
Three Oaks each summer. 


Mrs. Hondorp, a former na- 


tional twirling champion, is a 
speech 
corre^tionist 
in 
the 


Lakeview area school system. 
She also was graduated from 
Western 
Michigan 
university 


and was a majorette in the band. 
EXPERIENCED, JUDGES 


Both girls have judged num- 


erous twirling contests, includ- 
ing 
a 
"Miss 
Majorette 
of 


America" contest at New York 
World Fair and a pageant in 
Tennnessco. 


The "Miss Majorette of Mich- 


igan" pageant is an 
official 


preliminary of the "Miss Ma- 
jorette of America pagenat. The 
'wirling and strutting will start 
at 5 p.m. on Friday, May 19, 
with the Miss Majorplle beauty 
preliminary and finals following 
at 8:30 p. m. 


Three 
"Miss 
Mijorette 
of| 


JILL WIHTAKER 
MRS. GYL HONDORP 


Michigan" winners will be se- 
lected in the following divisions 
—juvenile, including girls up to 
10 years of age; junior, 11-14; 
and senior, 15-20. Senior win- 
ners will receive, $75, junior 
winners, $50; and juvenile win- 
ners, $25, along with the tradi- 
tional crown, trophy and roses. 
Each winner will have four 
runner-up, who will also re- 
ceive trophies. 


The winners will ride in the 


Grand Floral parade at 2 p.m. 
Saturday, 
May 20, and 
the 


junior and senior winners will 
represent 
Michigan 
in 
the 


"Miss Majorette of America" 
pageant Aug. 20-25 
on 
the 


University of Mississippi cam- 
pus at Oxford. 
DEADLINE SET 


Further information concern- 


ing this contest may be obtain- 
ed by wrirlng Miss Majorette of 
Michigan Pageant, 213 Cedar 
street, Three Oaks, Mich. 4am 
The deadline for entries is May 


Miss Whitaker also announced 


that the fourth annual Blossirn 
land Twirling Festival on Sat 
urday, May 20, starting at 8 
a.m., is to be bigger than ever 
More events are being addei 
and numerous awards will be 
made, including the awarding o 
the Blossomland grand cham 
pionships. 


Contest divisions will include 


teams; beginners, intermediates 
and advanced in all age groups 
boys solo; 
two baton; 
flag 


hoop; duets; and all strutting 
and best appearing majorette 


The 
winner of the 
senior 


corps division will march in the 
Grand Floral parade at 2 p.m 
Champions will also be picket 
from all first place winners in 
the beginner and intermediate 
divisions. 


Deadline 
for 
entering 
the 


twirling 
contest 
is, M&" 
16 


Entry blanks may be picked up 
at the Blossomtime. office in 
Benton 
Harbor 
or 
may 
be 


secured by writing Miss Jil 
Whitaker, 213 Cedar St., Tnree 
Oaks Mich., 49128. 


Group Dynamics 
Class At Work 


Bridgman's Problem Solving 


Course Stirs Controversy 


By BILL RTJMBLER 
South Berricn Bureau 


BRIDGMAN — Call it what you like—a sensitivity 


group, an unstructured group, group counseling or 
group dynamics—but it's being offered as a course at 
Bridgman high school has placed the school among 
the most progressive 'in the nation and created a stir 
in the community. 
'These two results often go 
hand in hand. 


At Bridgman the 
claso is 


called group dynamics but the 
name m e a n s nothing. The 
course is about students and 
their lives: their problems with 
their parents, with their girl or 
boy friends; their problems as 
individuals. 


It is a course in life itself. 


The subject 
matter 
is that 


which students usually bring 
up before a counselor in indi 
vidual sessions. 


But it goes beyond this. This 


is not a class in which the 
teacher 
stands 
in 
fro/it 
of 


students and lectures but one in 
which tie students themselves 
do most of the talking and 
problem solving. 


There is no set agenda of 


things to be discussed and no 
definite authoritarian figure in 
the class. Thus the term "un- 
structured groups" evolves. 


Most any aspect of teenage 


lire, mores and morals can be 
brought up by any class mem- 
ber to be discussed, debated 
and 
analyzed 
in 
an honest, 


s t raighlforward 
manner, ac- 


cording to high school Principal 
Janiel Kralik, a pioneer in the 
practical application of 
dynamics theories. 
group 


This frankness in discussing 


subjects 
usually 
avoided 
in 


polite conversation created a 
m i s u nderstanding 
with the 


Bridgman school board and in 
the community. 


Group dynamics was one of 


the reasons the -school board 
voted 4 to 3 to ask Kralik's 
resignation l a s t 
November. 


When the controversy over the 
resignation ended — with Kralik 
-Jetting to stay until June — the 
>oard approved the continuation 
of group dynamics classes. 


At first, Kralik said, towns- 


people, 
and 
even 
Bridsman 


teachers, 
misunderstood what 


group dynamics is, many think- 
ing it is, among the more tamer 
misinterpretations, a course in 
sex education or an attempt to 
separate children 
from 
their 
parents. 


The 
subjects 
discussed 
in 


group dynamics, K r a l i k ex- 
plained, are not as spectacular 
as people seem to think. Often, 
discussion centers around the 
"problems" of any given mem- 
ber of the class. 
TEENAGE PROBLEMS 


To an outside observer thr-sc 


"problems" may seem trivial 
but to a teenager trying to find 
out why he or she is constantly 
quibbling with mother or father 
sister or brother, the problems 
are significant. 


S e veral 
meetings 
between 


of the 1966-67 school year, 27 
students Divided into two groups 
participated in group dynamics 
Kralik served as leader for both 
classes. 


This semester there are 100 


students involved, representing 
a cross section of the student 
body, 25 in two groups headed 
by. Kralik and Counselor Jack 
Paul and 75 in ten 
classes 


guided by students drawn from 
the original 27 who participated 
the first semester. 
DAILY SESSIONS 


The 25 students in tire classes 


with the adult leader meet for 
one 45-minute period each day 
and occasionally in an ail day 
session on Fridays. The other 75 
students meet in class 
with 


their student leader 45 minutes 
each day. 


The student leaders also mi-et 


each morning for 45 minutes to 
discuss common problems they 
come 
across 
in 
their 
own 


classes. Student leaders also 
use this morning period as their 
own group dynamics class. 


The student-led classes have 


two all-day sessions per 
se- 


mester. 


In addition to student classes, 


an adult class is held every 
Monday night and is attended 
by about ten interested parents. 
Discussion in this group dy- 
namics class centers 
around 


adult problems with teenagers. 


The role of a group dynamics 


class leader, whether adult or 
student, is generally passive but 
on occasion he speaks up to 
make 
sure 
that participants 


u nderstand 
important 
points 


brought out and, if necessary, 
to give some form and direction 
to the discussion. 
VARIOUS GOALS 


According to students par- 


ticipating in group dynamics, 
the class has several major 
goals, among them to foster 


students involved in group dy- 
namics and parents and Bridg- 
man teachers have helped dis- 
pel many misconceptions, Kra- 
lik said. 


The basic facts about group 


dynamics at Bridgman are . „„. „„ 
„, 
S1UU1, „.. 


tnese: During the first semester namics overcomes this tendency 


honest communication between 
individuals, 
to help 
students 


understand others, to help stu- 
dents see themselves how others 
see them and how they'd like to 
see themselves, to get students 
to share in problem solving and 
to develop student leaders. 


This aspect of honest com- 


munication on important mat- 
ters, Kralik feels, is absent in 
the usual social conversation. 
"We talk about the stork and 
Santa Claus but we don't talk 
about life really," he stated. 


Being frank is simply not a 


valued trait 
in our culture, 


Kralik explained. The average 
conversation 
is 
designed 
to 


impress others or to defend 
oneself, he said, adding that 
meaningful conversation is sec- 
ondary, if present at all, even 
in parent-child relationships. 


According 
t o 
high 
school 


Counselor Jack Paul, if it were 
possible to honestly communi- 
cate 
at h o m e , 
teenagers 


wouldn't have the problems they 
do. 


Paul 
said that group dy- 


DANIEL J. KRALIK 


Principal leads 'dynamic' experiment 


against honesty by creating an 
atmosphere of trust in which no 
one laughs or passes judgment 
on what is said and no one is 
criticized for being open and 
honest. 


The atmosphere 
can be so 


trusting that more than a few 
students, in a class observed by 
this reporter, came right out 
and asked 
fellow 
classmates 


"What do you think of me?" 
and then get straightforward 
answers 
in return, 
and not 


necessarily [lattcring ones ei- 
ther. 
GAIN UNDERSTANDING 


Group dynamics students ex- 


plained that the class helps 
thfiti understand other people 
by seeing individuals as they 
really are behind their carefully 
constructed image and 'by find- 
ing out why people act as they 
do. 


Knowing a person's problems 


and helping him overcome these 
frustrations is another way of 
conning to understand people, 
students say. 


As a result of having a better 


insight into the human per- 
sonality, Paul said he noticed 
that some students 
are now 


choosing friends on the basis of 
mutual compatibility and the 
inner 
person 
instead 
of on 


whether he has a Beatle hair 
cut or she has stringy blonde 
hair and wears white Levis. 


In group dynamics, teenagers 


get to understand themselves 
and how others sec them. Ask a 
question like "What do you 
think of me?" and you find out 
what kind of image you present 
to other people. 


One student discovered people 


considered him a wise guy who 
always smarted off. Unsatisfied 
with that image, he decided to 
change and now tries to bridle 
his tongue. 


One girl was told by the class 


she appeared as a loud-mouthed 
scatterbrain and 
she too is 


trying to make a change for 
what she feels to be the belter. 
LIFE STYLE 


T h e s e character trails— ag- 


gressiveness, 
ness, smart 


hostility, 
tough- 


aleckness — Kralilf 


explained often are "life styles" 
that persons adopt but which 
often bring unhappiness. Group 
dynamics offers a person a 
chance to fully understand what 
life style he has adopted and 
offers him a chance to change, 
as is the case with one girl who 
asked her fellow students to 
correct her if she reverts back 
to her old habits of 
always 


being hostile and snippity. 


Thus the students themselves 


actually participate in problem 
- solving instead of sitting back 
and letting a teacher or coun- 
selor lecture to them that this 
is the best way to accomplish 
this or that. 


Through direct immersion in 


APRIL 28-29 


I Marathon Session 


c 


! For Adults, Students 


BRIDGMAN—A 24-hour-long group 


dynamics marathon has been sched- 
uled for April 28 and 29 at Bridgman 
high school. The experience is open to 
adults and senior high school students. 
The class will start at 7 p.m. Friday, 
April 28, and end at 7 p.m. Saturday. 
About 200 persons are expected to par- 
ticipate, according to high school Prin- 
cipal Daniel Kralik. About half of the 
expected registrants 
are from the 


Bridgman area but some are coming 
from as far as Illinois, Missouri and 
Ohio. 


The goals of the marathon, accord- 


ing to Kralik, are a greater self under- 
standing, improved speaking and listen- 
ing skills, a better understanding of 
people who think differently than the 


usual, presenting specific ideas for 
helping life become a little more inter- 
esting and zestful. Several types of 
groups of eight to twelve persons will 
be formed, each with a leader: a fam- 
ily group, a couple group for married 
partners and those planning marriapo 
a mixed adult group" a student group" a 
student couple group and a student- 
adult group. 


Group leaders will be drawn from 


senior leaders of the State of Michi- 
gan Training Laboratory plus person- 
nel from the University of Michigan, 
Michigan State university and Notre 
Dame university. There is a fee. In- 
terested persons should contact Krnlik 
at Bridgman high school. The dead- 
line for entering Is April 24. 


the problem - solving process, 
Kralik said, students get to see 
the cause and effect relation- 
ship in 
the 
personalities of 


others and 'because of this are 
often able to solve their own 
problems. 


Educators arc 
finding out, 


Kralik 
stated, 
that 
involve- 


ment of the 
student m 
the 


learning process is a far bitter 
way of "teaching" than the 
conventional method in which 
the 
student 
sits 
back 
and 
listens. 


He cited an article by Goorge 


yon Hilsheimer in the periodical 


This M a g a z i n e is about 


Schools" (vol. one, issue two) 
concerning the student involve- 
ment teaching method (nere 
mentioned as students from an 
experimental school"): 
"Each student was matched 


and paired for- age, sex, sjcial 
background, a p t i t u d e test 
scores, vocational and avoca- 
tional interests, etc. The results 
were astonishing; on every para- 
meter, on every variable — 
their grades in high school and 
college, their academic honors 
their leadership capacity, their 
job attitude while they were in 
school 
and 


maintaining 
they were out of school — the 
children from the experimental 
schools were superior to those 
in the teacher - and - cuc.-icu- 
lurr. centered schools 
HONEST COMMUNICATION 


Of all the 
goals of group 


dynamics, Kralik listed honest 
communication 
as 
the most 


important of all. Being honest 
can cause some trouble at Innic 
and in school, he said, because 
if a student acquires honesty he 
docsn t necessarily acquire'tacl. 


Thus one student went up to a 
eachcr and said "I don't liko 
the way you teach. ' At Bridg- 
man, Kralik described about 50 
Pe,r.,t 
cent °f the teachers as 


indifferent or hostile to group 
dynamics. 


Kralik did say, however, that 


several 
teacrrers 
decided to 


change their teaching manner 
as the result of student sugges- 


As far as Kralik is concerned 


the changes were for the better 
Do 


st 


their success in 
themselves 
after 


r 
Does group dynamics help tho 
udent's performance in aca- 
demic subjects? 


"In the long run, this (Im- 


provement) will occur: when 
the student begins to see him- 
fif ' scVVhat h's directions In 


' he W" begin to s« 'he 


Kralik an' 


FOLLOW-UP STUDY 
,.F"Uow-uP studies at Alarr.osa 
high school m Colorado indicat- 
that group dynamics students 
actually do get better grades in 
less often0 breaking sch°o1 rul<* 
, ™e Broup dynamics classes 
Jed by students instead of adults 
ie 
a 
aVom(;u,?der criticism 


teachers at Bridgman. 


staled th^1"5- Micliael Bean 
»™ 
*, 
f he Is in favor of 
group dynamics but he feels 
student teachers are not a! 


an adult WO«W be 


is far less 
. 


some student group leaders. 


hf fv '?' SI,mply lack '*>« interest 
m their classes. He feels tnen- 
ajLe™ m. Sroup dynamics dc- 
ers rl-h?1?6'1' profe*ional lead- 
ers right from the start. 
rt«n» i £ does concc<Je 'hat stu- 
dcnt-ed 
groups 
are not as 


effective as they could be but 
added that these classe3 are 


fi ,1 Lq 
C .Uniq5e and meaning- 
ful to most students. 


Group dynamics was pioneer- 


cd by -the National Training 
Laboratory in Bethal, Maine in 
he early 1950's and over 'tha 
mini? rar? has been ««nt:d, 
modified and experimented with 
both at Bethal and in a number 
of regional training laboratores 


' fl 


Kralik said he first oacamo 


acquainted with group dynimic's 
at Western Michigan ^ivo™" 
and through classes held for 
professional p e r i o n i in th» 


